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Place and date.

(2.) Such specification shall bear the name of the place
where, and the date when it is made, and shall be signed by the
inventor, if he is alive, and if not, by the applicant and by two
witnesses to such signature of the inventor or applicant :

In the case of a machine.

(3.) In the case of a machine the specification shall fully
explain the principle and the several modes in which it is
intended to apply and work out the same:

Draicings to be furnished in certain cases.

(4.) In the case of a machine, or in any other case in which
the invention admits of illustration by means of drawings, the
applicant shall also, with his application, send in drawings in
duplicate, showing clearly all parts of the invention ; and each
drawing shall bear the signature of the inventor, if he is alive,
and if not of the applicant, or of the attorney of such inventor
or applicant, and shall have written references corresponding
with the specification; but the Commissioner may require
further drawings or dispense with any of them, as he sees fit :

Drawings how disposed of.

(5.) One duplicate of the specification and of the drawings,
if there are drawings, shall be annexed to the patent, of which
it shall form an essential part, and the other duplicate shall
remain deposited in the Patent Office :

Certain matters may le dispensed with.

(6.) The Commissioner may, in his discretion, dispense with
the duplicate specification and drawing, and in lieu thereof
cause copies of the specification and drawing, in print or other-
wise, to be attached to the patent, of which they shall form an
essential part.

Working model tole delivered.    Or specimens of ingredients.

14. The applicant shall deliver to the Commissioner, unless
the same is specially dispensed with for some good reason, a ,
neat working model of his invention, on a convenient scale,